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article as provided herein shall not consider such as rules and regu-
lations."
SECTION 3. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 10th day of February, 1964.
(R732, S530)               No. 717
An Act To Create The Sherwood Water District Of Lancaster
County And To Prescribe Its Area And Functions; To Provide
For Its Governing Body, Its Terms, Powers And Duties; And To
Provide Penalties For Certain Actions.
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1. Sherwood Water District of Lancaster County
created.-There is hereby created a body corporate and politic
of perpetual succession to be known as the Sherwood Water District
of Lancaster County (hereinafter called the district). It shall be the
purpose and function of the district to acquire, construct and operate
a water works system, utilizing therefor water from    available
sources, by purchase or otherwise, at such convenient points as the
district shall select to provide a flow of water through pipes to the
areas described in Section 2 of this act, and to such other domestic,
commercial or industrial users who can be conveniently and economi-
cally served within or without the service area as herein provided.
To this end the district shall perform the functions prescribed by this
act, and shall be vested with the powers herein granted and all other
powers that may be necessary or incidental in carrying out the
functions herein prescribed and exercising the powers herein granted.
The water mains, distribution facilities, tanks, their several com-
ponent parts, and all apparatus, equipment and property incident
thereto or used or useful in the operation thereof and all additions,
improvements, extensions and enlargements to any of them shall be
referred to in this act as the system.
SECTION 2. Service area.-The district shall include and be
comprised of the following territory which shall be known as the
service area:


